# Servers 


CPUS 
(per server) 


Memory 


Spinning Disks 


SSD 


Networking 


3 


2x Intel® Xeon® Gold 
6130 Processor 
(2.2/3.6 GHz, 16-core) 
or greater 


256Gb 


2x 6TB LFF 
7.2K 6G SATA 


1x 1.2TB NVMe SSD 
2x 10G 


2x 1G 
1x BMC 
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2x Intel® Xeon® Gold 4 cores 
6130 Processor 

(2.2/3.6 GHz, 16-core) 

or greater 


512Gb 


8x 6TB LFF 
7.2K 6G SATA 


1x 1.6TB NVMe SSD 





4x 10G 1> 
2x1G 2x 1¢ 
1x BMC 1x BMC 





Converged 


In a Converged architecture the groups of services are run 
on separate servers so that control plane services are not 
mixed with cloud services or infrastructure. The advantage 
to this approach is that organisations who divide operations 


based on service type are more easily able to divide clear 


responsibility for service functions. 


# Servers 


CPUS 
(per server) 


Memory 


Spinning Disks 


SSD 


Networking 
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Infrastructure 


Recommended 
3 


2x Intel® Xeon® 
Gold 6130 
Processor 
(2.2/3.6 GHz, 
16-core) or 
greater 


256Gb 


2x 6TB LFF 
7.2K 6G SATA 


1x 1.2TB NVMe 
SSD 


2x 10G 
2x 1G 
1x BMC 


14 cores 


128Gb 


2x 4TB LFF 
7.2K 6G SATA 


1x 400GB 
PCle SSD 


2x 10G 
2x 1G 
1x BMC 


Converged architecture also allows storage and compute 
services to be scaled independently although the trade off 
is that more hardware is required to provide the same levels 
of availability versus a Hyperconverged architecture. 


The requirements For a Converged Cloud Build are: 


Control 


2x Intel® Xeon® 
Gold 6130 
Processor 
(2.2/3.6 GHz, 
16-core) 

or greater 


256Gb 


2x 6TB LFF 
7.2K 6G SATA 


1x 1.2TB NVMe 
SSD 


4x 10G 
2x1G 
1x BMC 


14 cores 


128Gb 


2x 4TB LFF 
7.2K 6G SATA 


1x 400GB 
PCle SSD 


4x 10G 
2x 1G 
1x BMC 
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3 6 6 6 6 


2x Intel® Xeon® 
Gold 6130 
Processor 
(2.2/3.6 GHz, 
16-core) 

or greater 


512Gb 


8x 6TB LFF 
7.2K 6G SATA 


1x 1.6TB NVMe 
SSD 


4x 10G 
2x 1G 
1x BMC 
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14 cores 


384Gb 


6x 4TB LFF 
7.2K 6G SATA 


1x 800GB 
PCle SSD 


4x 10G 
2x 1G 
1x BMC 





